NEW  TESTAMENT  FIRST  CHRISTIAN  CHURCH 

BRAZIL.  INDIANA  ^ 

First  service  was  held  in  1867.  This  contemporary  So 
structure  was  10  years  in  planning  and  dedicated  ^ 
July  31,1966.   Cross  is  80  ft.  above  the  ground. 
The  sanctuary  will  seat  400.   Located  W.  edge  of 
Brazil  and  S.  of  U.S.  40 
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